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UNCLASSIFIED 

PAGE 01 CARACA 00493 172338Z 
ACTION ARA-14 

INFO OCT-OI ISO-00 EB-08 /023 W 

035621 I72356Z/64 

PR 17201 IZ JAN 78 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 773 

UNCLAS CARACAS 0493 


PASS TO SIPS, OIM; OED/MEPD 

E.O. 11652: N/A 
TAGS: BENC VE 

SUBJECT: PRODUCT OPPORTUNITY: SIDOR PLAN IV; 
EQUIPMENT FOR A 13.8 KV SUBSTATION 

1. PROJECT NAME: CVG-SIDERURGICA DEL ORINOCO (SIDOR) 
13.8 KV SUBSTATION AND ELECTRIC DISTRIBUTION. 


2. BRIEF DESCRIPTION: CVGSIDERURGICA DEL ORINOCO HAS 
CALLED FOR FIRMS TO PREQUALIFY AS SUPPLIERS FOR THE 
DESIGN,ENGINEERING, FABRICTION, AND SUPPLY EOB OF THE 
FOLLOWING EQUIPMENT: 

QUANTITY DESCRIPTION 

4 13.8 KV POWER DISTRIBUTIONPANESL 

6 480 VOLTS LOAD CONTROL CENTERS 

25 480 VOLTS MOTOR CONTROL CENERS 

32 480 VOLTS DISTRIBUTION PANESL 

174 208/120 VOLTS LIGHTING CONTROL PANELS 

12 2.5/3.352 MYA-13.8/0.48 KV POWER TRANSFORMERS DRY 

39 480/208- 1 20 VOLTS LIGHTING TRANSFORMERS DRY 

10 480/240 VOLTS DISTRIBUTION TRANSFORMERS DRY 

3 4.000 AMPERES BUSBARS AND CONDUITS 
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1 1 .00 AMPERES BUSBAR AND CONDUITS 

8 800 AMPERES BUSBAR AND CONDUITS 

- VARIOUS SWITCH PANESL AND OTHER ACCESSORIES 


3. EXECUTING AGENCY/PROJECT MANAGER: 


GERENCIA DE PROYECTOS Y CONSTRUCCION 
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CVG-SIDOR 

MATANZAS, ESTADO BOLIVAR 

VENEZUELA 

TELEX: 86287 

TELEPHONE (086) 991 1 1 1; 991 174 

4. STATUS OF PROJECT/BID DATES: COMPANIES 
WISHING TO PREQUALIEY MUST PRESENT A WRITTEN 
STATMENT OE INTEREST ON JANUARY 26, 1978, AT 
10:00 AM IN THE CONEERENCE ROOM, GERENCIA DE 
PROYECTOS Y CONSTRUCCION; SIDOR; MATANZAS. 

5. ESTIMATED PROJECT COST/EOREIGN CONTENT: N/A 

6. COMPETITIVE EACTORS: SIDOR STATES THAT ONLY 
FIRMS EXPERIENCED INMANUEACTURING ELECTRICAL 
EQUIPMENT AND/OR THEIR EXCLUSIVE REPRESENTATIVES, DULY 
AUTHORIZED, SHOULD SUBMIT LETTERS OE INTENT. 

PREEERENCE WILL BE GIVEN TO EIRMS OFEERING A TOTAL 
PACKAGE AND TO THOSE INCLUDING A RELATIVELY HIGH 
PERCENTAGE OE LOCAL COMPONENTS. 
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